w 

Westwood One 


Best of Clark Howard 

Format Clock 


53:00 K1 


50:00 K2 


Wegener Channel 102 
FEED TIME: Saturday 12-3pm EST 


* 


59:50 LID 


06:00 Show Start 



* 


20:00 K2 


23:00 K1 


28:50 K1 


CLOSURES PROGRAM FUNCTIONS 

K1 Local Stopset Start 

K2 Local ID 


AVAILS 

Local Min ll:30/Network Min 6 
Local Avails will be filled by PSAs 
No Fill at 29:50 for local ID 


AFFILIATE TECHNICAL SERVICES 

1-888-HELP450 

AFFILIATE SALES 

Jim Jones 

jimjones@westwoodone.com 

^Events marked with an asterisk have fixed 
times, all other times are approximate 










